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Public  Health  Department, 
Civic  Centre, 
¥iraborne. 


TO: 


Her  Worship  the  Mayor,  Aldemen  and  Councillors  of 
the  Borough  of  Blandford. 

The  Annual  Report  on  the  health  and  sanitary 
circumstances  of  the  Borough  is  submitted  for  your  information 
and  consideration* 

Much  of  the  routine  sanitary  vrork  of  the  Public 
Health  Department  has  not  been  carried  out,  nor  can  be,  until  the 
Depg.rtment  is  adequately  staffed. 

The  Borough  has  been  very  fortunate  in  having  the 
honorary  services  of  Mr*  Tait,  a retired  Surveyor  and  Sanitary 
Inspector,  v7ho  has  continued  to  help  throu^out  the  year.  I 
should  like  to  take  this  opportunity  of  ttianking  him  for  his  un- 
failing courtesy  and  for  all  the  work  he  has  done. 

I have  much  appreciated  the  help  and  co-operation 
given  to  me  by  i:iy  professional  colleagues  in  practice  in  the 
Borough, 


In  conclusion,  I wish  to  thank  members  of  the  Council 
and  other  Council  officials  v/ho  have  extended  to  me  courtesy  and 
assistance. 


J.B.M.Mayes. 


JULY.  1952 
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boroug-h  of  bland  F_0_R_^ 

HER  YTORSIgP  THB  MIOR 
^ COUI'IGILLOR  MS.  E.M.  BIDDULPH 
DSPUIY  WQR 
COUNCmOR  P.J.  LUCAS. 

ALDEIU:1BH 

Miss  E.G,  CaGtlcman-Smith,  M.B.E.,  J.P. 
D.  S.  Cuff. 

B.C.  Hunt. 

Y/'.J.  Ncvnnan. 

COUNCILLORS. 

J.L.  Carter.  C.B,  Faulkner. 

^ G.R. J«  Haskett. 

Brigadier  P.P.King.  R«J .W.  King. 

R.C.H.  Lcgg.  CoM.  Timbroll. 


J.  Trickett 


F.  Tifyatt 
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STAF?  0I»‘  TFI3  PUBLIC  FIEALTH  DBPARTlPiirTT 


IflDIGAL  QPI^’IGER  OF  HEALTH 

J.B.MJ.daycs,  M.R.G.S.,  L.R.G.P,,  M.B.,  B,S.,  D.P.H. 
TlB^/iPOIlARY  SAJ-IITARY  BTSPBGTOR  AKD  SURWOR 
L.  Tait,  G.E.,  G.R.S.I. 
ySTHRSTARY  GIP.G-ROTTS 

Ma.jor  P,  Bockott,  P.R,G,V,S.,  and  his  Staff, 

(acting  as  meat  inspector) 
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ACTION  A 

GEI'iaRk.  “^^iTISTICS 

1,  Area  of  the  Borough 253  acres. 

2,  Population  fa)  at  Census,  1931 .••3371 

(b)  at  June,  1951 3557 

3,  Total  nuniber  of  inhabited  houses  on 

31st  Decenber,  1951 1»372 

A.  Pv.ateable  Value  at  1st  April,  1951»*.- cC26,  263 

Suiu  represented  by  penny  rate £ 102,3 .lid 


SUMMARY  Ob'  VITiJ.  STATISTICS, 
for  the  yeai 


LIVE  BIRTHS 

Total 

Male 

j.'enalo 

Total  Registered 

"TT 

32 

35 

Legitimate 

30 

33 

Illegitimate 

A 

2 

2 

DEATI-B 

Total  registered 

.........  63 

28 

35 

MDRTiI,ITY 

Deaths  of  infants  under  one  yea.r  of  age:- 

Total  registered 

1 

0 

Legitimate 

1 

0 

Illegitamate. ........ 

0 

0 

COJ-CP-mTHrE  STATISTICS 

England  and* 

Live  Birth  Rato  per  1000  estimated 

3 landlord 

Wales, 

hone  population 

18,8A 

15.5. 

Stillbirth  Rate  per  1 

,000  homo  nopula t ion. 

0,8A 

0.36 

Death  Rate  per  1,000 

estimated  homo 

population 

17.71 

12.5 

Death  Rate  of  inf0,nts 

under  one  year 

of 

age  per  1,000  related 

live  births, . . , 

14.93 

29.6 
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CATJSDS  OF  DSATH  DURING 

TITS  . .7.  2^^ 

(Supplied  by  the  Registrar  Genera,!) 

CAUSE 

M 

F 

TOT/dd 

1, 

Tuberculosis, 

1 

0 

1 

2, 

Ca.nccr 

1 

7 

8 

3. 

Vascular  lesions  of  nervous  systeim,.. 

2 

9 

11 

4. 

Coronary  Disea.se 

1 

0 

1 

5. 

Other  diseases  of  the  heart 

10 

10 

20 

0 , 

Other  circulatory  disecLses 

2 

0 

2 

7. 

Influenza, 

2 

1 

3 

8, 

Pneumonia 

0 

1 

1 

9. 

Bronchitis 

1 

2 

3 

10. 

Other  diseases  of  res-piratory  system. 

0 

1 

1 

11, 

Ulcer  of  stomach  or  duodenum 

2 

1 

3 

12, 

All  other  causes 

6 

3 

9 

TOTALS. ..... 

28 

35 

63 

C0IvE.:n'IT3  OH  Tl-is  VITAL  STATISTICS. 


3]ST?I5 

The  birth  rato  for  the  past  tliroo  years  tiave  been  sinilar, 

18,84  in  1951,  18,33  in  1950,  and  18,6  in  1949*  Live  births  cxcoed 
the  number  of  deaths  by  four.  Three  stillbirths  have  been  recorded. 

The  crude  Birth  Rate  vyas  18,84  por  1,000  estimated  hone  population. 
By  apxjlying  the  comparability  factor  of  1,03,  the  standardised  Birth 
Rr.te  v/as  19,40, 


DBATIB 

63  I'ersons  died  in  1951»  28  males  and  35  females.  Of  these  38 

v/ere  over  70  years  of  are.  The  crude  Death  Rate  v/as  17»71  per 
1,000  estimated  hone  population.  By  applying  the  comparability 
factor  of  0,81,  the  standardised  Death  Rato  was  14»35» 

The  comparability  factor  is  \/orked  out  for  each  district  by  the 
Registrar  General,  The  purpose  of  this  factor  is  to  level  out 
differences  in  the  age  and  sex  constitution  of  the  population 
of  the  various  districts  and  enable  more  a.ccurate  comparisons  to  bo 
mde  of  birth  and  death  rates  in  other  areas. 

There  wore  no  deaths  from  diphtheria,  v/hooping  cough,  measles, 
scarlet  fever,  meningococcal  infection,  nor  from  poliomyelitis. 
There  were  no  maternal  deaths. 

In  1951,  one  infant  died  under  one  year  of  ago,  compared  with  two 
during  lo.st  year. 
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SECTION  B 

ONIUIIAL  IP.OVISION  OF  HE/JiTH 


PUBLIC  KgALTH  LABOR/iTORY 


The  Public  Health  Laboratory  service  at  Dorchester  has  given 
the  district  generous  service.  The  Laboratory  undertakes  the 
bacteriological  examination  of  vvator,  milk,  ice  creain  and  other 
foods.  It  also  examines  specimens  for  diagnosis  in  the  case  of 
infectious,  or  suspected  infectious  diseases, 

iLABULANGE  SERVICE 

The  Ambulance  Service  of  the  District  is  under  the  Jurisdiction 
of  the  Dorset  County  Council,  operating  day  and  night  from 
Castleraan  House.  This  service  also  covers  the  Rural  District. 

MATERNITY  AND  CHILD  YfELP/RE  SERVICES 


The  Dorset  County  Council  provide  an  Infant  Welfare  Centre  once 
a fortnight  at  the  Congregational  Hall. 

ANTE-NATIiL  CLINICS 

The  Dorset  County  Council  provide  an  Ante-Natal  Clinic  once  a 
fortniglrrb  at  the  Congregational  Hall, 

DOIvESTIC  IULP  SlRViaE 

The  Domestic  Help  Service  ho.s  continued  in  Blandford  during  1951 
under  the  Jurisdiction  of  the  Dorset  County  Council, 


vCooooooooooO 
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SECTION _C 

S.ANITiiJlY  CTRCTJAgTANGES  OF  THE  AREA. 

WATER  gTJ.FPT.Y 

The  Tirater  is  supplied  by  the  Blandford  Water  Undertaking, 
owned  by  the  Council.  Pull  pressure  was  raaintained  throughout 
the  year.  The  two  sources  of  water  are  at  Black  Lane  and  Blandford 

St.  Mary.  The  forroer,  a group  of  "shallow  wells"  and  adits,  and 

the  latter  a "shallovv  well  " with  an  adit.  The  depth  of  the  wells 
do  not  exceed  40  feet.  During  the  year  both  supplies  v/ere 
chlorinated  by  drip  feeds  into  the  v/ells.  The  new  borehole 
at  Black  Lane  has  been  developed.  The  v^rater  was  connected  to  the 
pumping  well  in  October. 

The  results  of  the  samples  taken  through  the  year  were 
satisfactory.  The  need  for  constant  and  careful  chlorination 
of  both  supplies  is  essential  as  both  are  potential  sources  of 
easy  pollution. 

The  estimated  total  pumped  into  the  supply  during  1951 
was  139,4^4^950  gallons,  but  as  part  of  this  was  consumed  by  the 
Rural  District,  exact  tovTn  figures  arc  not  available. 


BLANDFORD  ST.  IIMTL,  3 samples  taken,  all  Class  1. 

imi  BORE-HOIE  AT  BLACK  LANE.  3 samples  taken,  4 Glass  1,  1 Class  11, 

The  sample  falling  into  Category  2 was  the  first  samplo 
taken  after  constructional  v7ork  had  been  completed  and  before 
connection  to  the  Public  Supply. 

Subsequent  samples  ¥/ero  all  Class  1. 

BLACK  LANE  PUIvjPING  STATION.  4 samples  taken,  all  Class  1. 

DISTRIBUTION  MAINS.  8 samples  taken,  all  Class  1, 


Houses  supplied  with  standpipes 257 

Houses  supplied  with  water  inside  the  premises 105 
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SWEVEIBT&  BATIS. 


9. 


Against  tho  advice  of  tho  Medical  Officer  of  Health,  the 
baths  VTcro  open  in  tho  smiinGr,  The  Council  has  made  some 
improvement  in  the  condition  of  the  baths,  but  tho  public  is  not 
adequately  safeguarded,  the  conditions  prevailing  do  not  comply 
with  the  standards  laid  down  in  the  Model  Bye-laws  drafted  by  tho 
Ministry  of  Health, 


Th-ree  samples  of  water  were  taken  from  tho  SWDMINC  BATI-jS 
and  p)roved  satisfactory. 


IHAIITAG-B  AI'TD  SM^EEIAGB 

No  major  work  v/as  carried  out  during  the  year.  The 
sewage  disposal  works  have  been  working  as  well  as  can  be  expected, 
but  they  are  unable  to  v/ork  efficiently,  as  large  scale  repairs 
are  needed.  The  works  are  in  urgent  need  of  a supply  of  clean 
T/ater  and  sanitary  accomodation.  Any  cleaning  done  by  the 
v/orknen  necessitates  using  sevfagc  as  there  is  no  clean  water 
available. 

Chemical  results  of  Analysis  of  Effluent  before  and  after 
filtration  taken  by  the  Public  Analyst  are  here;Tith  appended:- 
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COPT  OP  CERTIB'IGATE  OP  APP^LISIS 


Of  a oanplc  of  EPPLIJPIW 

Markod  Blandford  Sewago  Disposal  Works  ( Takon  boforo  Filtration) 
Rocoivod  fi’bin  tho  Borough  Surveyor,  Blandford  on  tho  23rd  February, 


I hereby  certify  that  I have  examined  the  above  mentioned  Sample 
\rith  tho  follov/ing  results:-  (expressed  in  parts  per  million) 


A^-nonia,  free 3»^00. 

Ammonia,  Albuminoid 6.60O. 

Nitrites, Present, 

Nitrates,  as  Nitric  Nitrogen,.,.,,,  3*35 
Oxygen  absorbed  in  k hours  at  80 

degrees  P,  6,729 

Chlorine, ,33*5 

Suspended  Solids 21^,0 

Dissolved  Solids ,ifl(4.0 

Total  Solids ....,468.0 

Ph.  Value 6.8 

Impurity  figure 37 


Incubator  Closed  Test. 

Oxygon  absorbed  in  throe  minutes  before 

incv'bat  rix.n 2 . 553  • 

Oxygon  absorbed  in  three  minutes  after 

5 cb^ys  inn '.'-bat  ion., 3,211 

Colour  a,fter  incubation, Unchanged, 

Cdcur  after  incubation Putrescent  (slight) 

Dissolved  Oxygen  absorbed  in  five  days... 

137.2 

REMARKS 

Tho  abovo  figures  are  fairly  satisfactory  for  an 
effluG;it  boforo  filtration,  Thoro  could  bo  a greater  oxidatiob*' 
in  tho  plant,  tho  failure  of  v/hich,  in  my  opinion,  is  probably 

Signed:-  Arthur  S. Carlos, 

B.Sc(Lond)  F.R,I.C, 
PUBLIC  AITAIZST. 


duo  to  overloading, 
^6th  ?,'b.rch,  1951. 


OX 


\ >. 


'*j 


( ^.i  sr}  Xi'd  otolMJ  .cSKi:'  ’ 1 


r ' I-  ■'r-I'.’  '.■\.  ':  -■  ' 'VTI.'-i--  •-  . ..ir? 


.VI  x>-i^,s  ai::r  w'::^•-:.^  f - ^v<.  v,' . “ n 

' V , • ■',  ,J,'  ^ . , ■ ■•  ■■"  \;4. 

■0 ' ^ ■ .*  ■■  - ^ - 

.«Xgoi.H4  oociO.f  jTL'a^  ovrod;!  £iftt' i.'yalrrw:;T.  'I  J'.'"''?  x^faoo  ■^;'Xri’5r..'{  X 

’ (ooXiXiis  *10*5  £fi’ ) - tf'iXuhoT: 


C 


< O ■' 


^ ^ 


» k .«••  i t •»••••'*>« or  0 , 

. 0'>J » 'X'  ^ ^ :r‘A  ; 



'4^. >••;*;•■:  oj  ..tilf  r:/3  ' 

• QtS  ;^iD  r/xtiorf  ii  nJt  oO'iipj^dA  do'-.-^uO, 

k'X  t4Oe^.0,5  -,  ■ ' . T 

‘>*^4 

0,.ii^. n i hf  xXoti''"  ■-2 

:^.Vut4. . .,*...;  . . ;*:r;i5iX4e.  ^.ArX.-..:  ■ 

......./ k , ■ 

A ....,,  ot-I.'.V  ,{H 


» * ^ • f 


\ . 


_Ve-  •-••'-r  t'i  yl:^.•A:orX 

i 

• ;. 


€ 


jr  ^ I *’  ' ** ; , ' '•  ^ 

• • ^ o-  r.l:  .t 

'>.  ■ # * ■ • , • • , • 

-O'  O'’'--  r"*'  ' 

-"I  :juoia-  '.  - •O^  x.  V 


VJ'A  rO  .•  ■':  ■’■L-'  r....  Ai  'Tt 


' .-r 

J V w 


s A 


CT  ■ 'T 


w 


t 


" V.T'A'  ‘i  ■"’XA  .'’«'r;.r3,xt  •*!  ;qdji 


* 0 -’^j. '•.4X350  '^''X>''-''r  , ' . i'd  .'vXmo 
\-,'rO>Arxq  cTi  4n;v/r':'.jO  “ 

-x^Cn;^  .i,i4 
» i .i  iiX'v.  --.I  A.i 


L *4  «»  . <•  • > / 

^ > U. 


.r.ozCiO-.-* 

.,.w.  .:r^!.;r-^  : •:- 


' si}^:  ■ 


Kv"  'i 

h\, 


. .1 

• V”?! 


■v^ 

1 


COPT  OF  CJilRTn^ICATE  OF  AT^IALYSIS 


Of  a sample  of  EEF’LUEtfll . 

I.IarkGd  Blandforcl  Sev/age  Disposal  Works,  taken  after  filtration 
9.15  a.ra.  2^2/51. 

Received  from  the  Borough  Surveyor,  Blandford,  on  the  23rd  February, 

I hereby  certify  that  I have  examined  the  above  mentioned  Sample 
with  the  follo\7ing  results:-  (expressed  in  parts  per  million) 


Ammonia,  free 2,650 

Ammonia,  albuminoid 2,300 

Nitrites Trace. 

Nitrates,  as  Nitric  Nitrogen., 5*08 

Oxygen  absorbed  in  4 hours  at  80  deg,  P,  7*483 

Chlorine 36.5 

Suspended  solids 55,7 

Dissolved  solids .530.3 

Total  Solids 586.0 

Ph.Value 6.9 

Impurity  figure 15 


Incubator  Closed  Tost;- 


0.-:::}"gan  absorbed  in  3 mins,  before  incubation,..,  2,183 
Oxygen  absorbed  in  3 mins,  after  5 days 


incubation 2,245 

Cclonr  after  incubation, Unchanged, 

Odour  after  incubation Slightly 

earthy • 

Dissolved  oxygen  absorbed  in  five  days, ...,41,7 


This  Effluent  fails  to  comply  with  the  requirements  laid  do?/n 
by  the  Royal  Commission  on  Sewage  Disposal.  The  suspended  solids 
and  dissolved  oxygon  absorbed  in  five  days  exceed  the  limits  by 
25.7  and  21.7  parts  per  million  rospoctively. 

Prom  comparison  of  the  above  results  with  those  given  by  the 
sample  taken  before  filtration,  I am  of  the  opinion  that  the  filters 
either  need  cleaning  or  are  heavily  overloaded. 

Signed:-  Arthur  S,  Carlo.s, 

B.Sc  (Bond)  P.R.I.C, 
Public  Analyst. 


6th  I^ferch.  1951 
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DRY  REPUSTj;, 


Housohcld  refuse  is  collected  from  the  tovm  once  weekly  and 
the  Council  control  one  tip.  Towards  the  end  of  the  year 
structural  rsieairs  were  carried  out  to  the  building  and  the 
incinerator  used. 


smmm  or  faititary  bispectces*  Ammi  tabular  statemsitts 

VISITS 

Number  of  houses  inspected  as  a result  of  complaints 

Amusement  places 

Schools 

In  connection  with  water  supplies 

Refuse  tip 

Public  conveniences 

Swers 

Drains 

Rat  infestation. 

Scv/age  disposal  works 

Nev?  buildings. ..................................................... 

Visits  not  classified. 


68 

3 

..3 

.50 

.12 

.20 

.23 

190 

3 

12 

21 

50 


Number  of  houses  in  respect  of  v/^hich  informal  notices  were  served,.  12 


Number  of  informal  notices  complied  v/ith. 12 

Nuisances  abated. 

Inside  plastering  repairs. ...............................  3 

Floors  renev/ed  or  re-paired. 5 

Roofs  renewed  or  repaired 9 

Dov/npiping  or  guttering  rene;/ed  or  re-paired 10 

Ceiling  repaired 10 

Staircases  repaired 3 

Grates  or  ovens  renev/ed  or  repaired 12 

Nalls  or  ceilings  cleaned  or  re-decoratod  (rooms),.. 1 

Accumulations  removed 1 

Water  taps  or  pipes  rcx:)aired 21 

Drainage  Work 

Drains  tested  with  smoko  included  drains  on  building  sites 72 

NcviT  drains  constructed, 32 

Drains  relaid 4 

Drains  repaired 6 

Drains  cleansed. 30 

Intercepting  traps  fixed A 

Soil  pipes  or  vent  shafts  fixed  or  repaired 4 

Lavatory  basins  provided 4 
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Water  Closets. 


Additional  ¥ .0 ' 3 provided^ » . . A-3 

¥,C‘  s ro-coris  tract  or],. 2 

Ne;v  pedestal  pans  di:cod,. 3 

¥,C  ’ s cleansed. 5 


Slaupjitcr  House. 

The  present  buildings  continued  to  be  used  throughout  the  year. 
The  neat  inspection  has  been  carried  out  by  a firr;.!  of  Veterinary 
Surgeons  acting  as  neat  inspectors  for  the  Council. 

Inspection  of  Moat  at  Abattoir 

T/’eight  of  neat  condemned  during  the  year  as  unfit  for 


huiaan  consumption.... 21,886  lbs. 

Weight  of  offal  condemned  during  the  year  as  unfit 

for  human  consumption,. 22,111  lbs. 


' • • 

Cattlo,, 

Goats, 

Calves, 

Lambs, 

Pigs, 

Number  killed. 

33% 

I816 

526 

1991 

361  __ 

]Hui'-iber  inspected. 

1394 

i8i6 

526^ 

1991 

3^1 

All  diseases  except 
Tuberculosis, 

Whole  carcases  condemned. 

16 

- 5L  _ „ 

21 

Tuberculosis  only 

Whole  carcases  oondonnod. 

9 

8 

MORTUARY 

The  Damory  Street  ibrtuary  has  been  reconditioned  and  doooratod,  and 
used  on  three  occasions. 


RODM  COIHUOL 

In  conjunction  with  the  Blandford  Rural  District  Council,  a full- 
time Rodent  O'perator  was  appccinted  in  August.  A.  table  of  his 
work  in  Blandford  Borough  is  appended!- 
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TYPE  OP  VEEIMHJ  Council  Private  Business 

RATS  Premises  Premises  Premises 

Total  No.  of  : j i 

visits  made.  - ?.l  '538  i 151 

Ap:ricultural 

Premises.  TOTAL 

1 ' 701 

Total  No.  of 
promises  in- 
spected 

fa^  complaint  fa) 
(b)  survey  (b) 

Nil 

4 

Nil 

1 

i 

Nil  ’ 4 

1 

189 

U-  76 

1 j...  Z?”? 

Total  No.  of 
premises  found 
infested. 

fa)  coranlaint  (a) 
lb)  survey.  (b) 

Nil 

4 

Nil 

i 

1 

Nil  ! k 

1 

63 

15 

1 i 82 

Number  of 
premises  treated. 

1 

69 

15 

Nil  1 85 

Number  of 
premises  cleared. 

1 

62 

12 

1 

Nil  * 75 

F '^aer  of 

XJa.^isos  re-treated 
and  cleared. 

! 

1 1 2 

Nil 

J 

1 

Nil  ^ 3 

Number  of 

e-baits  laid. 

I 

45  ! 284 

375 

j 

Nil  i 704 

Number  of 
poison  baits 
laid. 

o 

CM 

1 

1 ^ 

300 

i 

Nil  ! 564 

Number  of 
instances 

where  other  methods 
used. 

i 

I 

Nil  ! Nil 

Nil 

t 

! 

i 

t 

Nil  : Nil 

Number  of 

rats  destroyed  f est) 

27_  .. 

81 

120 

j 

Nil  i 228 

Namber  of 
bodies  re- 
covered. 

9 

27 

40 

Nil  i 76 

Number  of  block 

control  schoraes 
( Jlocal 

(b;  in  con;5unction 
v^-ith. 

1 n 

i 

i 

! 

1 

■ 

fe!  i 

MICE 

No.  of  premises 
treated. 

1 

i 

j 

Nil  j 17 

2 

Nil 

19 

No,  of  premises 

cleared. 

Nil  1 14 

j 

2 

} 

Nil  j 16 

i 

j 

J 

1 

! 

1 

1 
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FACTORIES, 

The  number  of  factories  registered. 39 

The  number  of  inspections  made  during  the  year 19 

The  Factories  Act,  1957  Part  One  of  the  Act. 


T-pnrnr* 

'Number  on 

Inspections, 

Written 

Factories  in  which 
no  mechanical  power  is 

Register 

Notices, 

used. 

5 

13 

Nil 

2,  Factories  in  ?;hich 
mechanical  pov/er  is 

used,  34  Nil 


3.  Other  promises  in 
niiicli  Section  7 ic 
enforces  by  the  Local 
Authority  (excluding 
outworkers ’ promises) 


TOTAL  39  29  Nil 


OUTTOmS 

The  number  of  outworkers  employed  in  the  district  during  the  year 

vin.s  15  • 

ilo  infectious  diseasos  occurred  during  the  year  in  any  of  the 
premises  where  outworkers  r/ere  employed. 
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S-FIGTION  D 
0 Tj  S I W G-  - 1 

Cv/ir^g  to  the  lack  of  staff,  no  routine  inspection  of  houses 
has  been  -possible. 


CQTjTICTL  EOUSaS 


Number  cf  nevf  houses  erected.  d.uring  the  year 20 

Number  of  nev/  houses  unclor  construction  but  not 

completed  by  December  31st,  1951» 20 

Total  number  constructed  before  1931 170 

ERIVAT5  EMTURPP.ISB 

Number  built  in  1951 * 3 


There  arc  21  requisitioned  properties. 


SPOT  ION  5!! 


mSPDCTION  AND  SIWIVISION  OP  FOOD  PREIvIISNS , 


lOD  _0RMK 

Number  of  Registered  loe  Cream  Premises 8 

Visits.  12 

Samolcs  taken 19 


Provisional  Grade  1 17 

Provisional  Grade  2 2 


The  test  used  is  the  raetl-iylene  blue  reduction  test  recommended 
by  the  Public  Health  Laboratory  Service.  Grades  1 and  2 aro 
considered  satisfactory.  Grade  3 suspicious  and  Grade  4#  un- 
satisfactory. 


BUTCHERS*  PREIyllSNS 

\Yeight  of  meat  condemned .22|4  lbs, 

Y/eight  of  tinned  moat  condemned 132  lbs 
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PISH  INSPECTION 


Quantity  condonned 246:?  lbs 

TmiHiD  GOODS 

Inspection  at  provision  shops^  and  stores  condemned 192  tins. 

BISFECTION  OP  FOOD  PREMISES. 

Restaurants  and  food  preparing  provisos 10 

Butchers’,  premises. 24 

Provision  shops  and  stores, I8 

Greengrocers  and  fishmongers. 10 

Slaughterhouse 12 

Visits  to  Railway  Stations  re  food 3 


SSGTIOT'T  F 


HLWALin'lCE  OF  ElFSijTIOUS  DISSASFS,  3.951 


Vd-IOOPIEG  COUGH. . , . 

TUBERCULOSIS. 

ICSASLES. .......... 

POLIGlVirSLITIS. . . . . 

SCARIET  FEVER 

ACUTE  PNEUMONIA. . . 

........................................  4 

disei'E:aey.  ... 

1 

MEBER  OF  CASES  OE  THE  TUBISRGIILOSIS  REGISTER 


Pulmonary 

Non-nulmonary 

Tv7o  nev7  cases  of  tuberculosis  were  notified  during  the  year, 
one  puEnonary  and  one  non-pulmonary. 

The  number  of  cases  of  infectious  diseases  notified  during  the 
year  has  been  small  and  the  throe  cases  of  poliomyelitis  v/ero 
non-paralytio  and  r^uide  uneventful  recoveries. 


There  has  been  no  outbreak  of  food  poisoning  during  the  year 
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ims  RAPIOGRAHir 


Tho  Regional  Hospital  Board  arranged  for  a Ifess  Radiography 
Unit  to  operate  in  Blandford  during  April.  The  result  of  this 
survey  appeared  satisfactory. 


Men 

T/omen 

Children 

Total 

Total  nunber  X-rayed, 

ws 

©3 

205 

121k 

Number  re-called  for 
largo  films 

21 

19 

2 

42 

Number  referred  to 

Chest  Clinic. 

(probably  tuberculosis) 

- 

- 

- 

- 

Number  referred  to  hospital 
or  doctor  for  other 
conditions 

2 

3 
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H'spectious?  risnAsss 

T'lDT'JPUD  IM  TKE  ARM. 

YEARS 

Bcarieil; 

0 ov,  &;h , Px:  rx  .;n.on ; 

Acwte  Measles,  Dysentary 

UNEKR  OxlE  • 

jyPT.'v^r',. 

la  Poliornyelitis, 

X 

1-2  yaars. 

■J. 

‘i* 

1 

3 - ii-  years. 

5 

3 

5-9  years 

♦ 

7 

1 

10-l^^  years. 

1 

1 

2 

15-24  years. 

3 

25  and 

over. 

4 

1 

ft  ll 
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